New Mexico Prescription Drug Misuse and Overdose Prevention and Pain Management 

Advisory Council 

APRIL 17, 2015 
1:30 PM to 3:00 PM 

Scientific Laboratory Division Training Room 
Albuquerque, NM 

AGENDA 

I. Introductions and Review of Agenda 

II. Review of 1/9/2015 Advisory Council Meeting Notes 

III. Plan for Dissemination of 2014 Council Recommendations 

IV. Review of PMP Data - Jim Davis 

V. Review of 2015 Legislative Session 

VI. Proposed Advisory Council By-Laws 

VII. Action Items 

VIII. Next Meeting 



